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- 24 February 1958 
General Precision Laboratory, Inc. 


63 Bedford Road 
25X1A5a2 Pleasantville, New York 


Attention: 
Manager, Government Contracts 


Gentlemen: 


| The following contracts covered furnishing of technicians 
at various locations for the periods indicated: 


Amt, Paid 
Contract Period Your Cos 


12 Oct 1956 ~ 30 June 1957 
1 Jul 1957 = 31 duly 1957 


25X1A2q 
aaa 25X1A1a 


17 Mar 1957 = 30 June 1957 


10 Jan 1957 = 30 June 1957 


Due to the time elapse since expiration of these contracts, 
we assume that your final claim has been submitted even though 
your last: invoices did not so indicate, We are considering the 
final contract amount for each contract to be as stated above in 
the "Amount Paid" column, 

In order to complete the requirements of the contracts, 25X1A2g 
please submit a statement on each regarding Article 23 (h), Govern. 
ment Furnished Property. Also a statement under Contract [RE 
regarding Article 24 - Copyright. 


Very truly yours, 
25X1A5a2 
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